Aluminium-Trinkflaschenhalter 
Abmessung: 6 mm 


#300 200 01 schwarz 
# 300 201 01 silber 


VE = 10/100 Stück 


Trinkflaschenhalter Universal 


Ausführung: mit Gummizug - für alle 
Flaschengrößen geeignet 

Material: Aluminium 

Gewicht: 91g 

# 300 284 01 


VE = 10/100 Stück 


Kunststoff-Trinkflaschenhalter C1 


Material: Kunststoff inkl. Befestigungsschrauben 
Gewicht: 31g 
#300 28700 schwarz 


#300 29300 weiß 
VE = 10/100 Stück 


Kunststoff-Trinkflaschenhalter Flexi 


Material: Kunststoff inkl. Befestigungsschrauben 
Gewicht: 33 g 
#300 289 00 schwarz 


#300 292 00 rot 
#300 29100 weiß 
VE = 10/100 Stück 
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Trinkflaschenhalter bottle cages 


Aluminium Bottle Cage g 
Size: 6 mm 


#300 20001 black 


#300 20101 silver ) 


Unit = 10/100 pieces 


Bottle Cage Universal 


Version: with elastic band - suitable for 
all water bottle sizes 

Material: aluminium 

Weight: 91g 

# 300 284 01 


Unit = 10/100 pieces 


Plastic Bottle Cage C1 
Material: plastic incl. fixing screws 
Weight: 319 


#300 28700 black 
#300 29300 white 
Unit = 10/100 pieces 


Plastic Bottle Cage Flexi 


Material: plastic incl. fixing screws 
Weight: 33 9 


#300 28900 black 
#300 29200 red 


#300 29100 white > Tr 
Unit = 10/100 pieces 
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